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Lesson Topic 5-1-4A

6. The second letter of the equipment indicator des-
cribes the TYPE of equipment. A P for the
second letter would indicate radar.  An R would
be used for radio, an L would indicate counter-
measure equipment.

The second letter of the equipment indicator in

the system designator AN/APS-80 tells the technician

that the system is of the _____________ type.

radar

7. In a system, or set indicator, the second letter of

the second group describes the _____________ of

equipment being used.

type

8. Which of the following is a designator for a system?
(Circle one).

a.  R648/AIC 32.

b.  PP3102/APS-80.

c.  RT384/APX-72.

d.  AN/APN 152(V).
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